DCT 2 9 2004 


This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
16-R-O003 


CUSTOMER NO. 
49 


Interagency Report Control 
0180-DOA^AN 


FORM APPROVED 
0MB NO. {}57S*0036 


ntrolfrjo 


ANNUAL REPORT OF RESEARCH FACILITY 

(V(PE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
inciude Zip Code) 

WESLEYAN UNIVERSITY 
OFBCE OF ACADEMIC AFFAIRS 
MIDDLETOWN. CT 06459 
{203)685-2010 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAnOHS(sites) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACHJTY (Attach addffiooai sheets if necessary or use APHIS FORM 7023A ) 



B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experimenls. or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


O. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquflizlng drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranqurlizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (Ar) expiartalion of 
the procedures producing pain or distress in these 
animals and the reasons such dntgs were not used 
must be attached to tNs report) 


TOTAL NO. 
OF ANIMALS 

(Cots.C* 

D + E) 


6. Guinea Pigs 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of ar>esthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testirtg, surgery, or experimentatton ware followed by this research fadNty. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards ar>d regulatior^s be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the axceptlons is attached to this annual report In 
addition to id^tifying the tACUC-epproved exceptions, this summary indudes a brief explanation of the exceptions, as weS as the spedes and number of animals affected. 

4} The attending veterinarian for this research faditty has appropriate authority to ensure the provision of adequate veterinary care and to oversee the edequacy of other 
aspects of animal cere and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legelly Responsible Institutional officfal) 

\ certify that the above is true, cofrect, and comptete (7 U.SX, Section 2143) 


IFRCIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 



\lo-tn oi 


M 1S.23 (Oct M|, nvlilch I* obaoM* 


PART 1 ' HEADQUARTERS 























APHIS Form 7023 Site List 


Tne following sites have been reported by the fecility. 


Registration Number 16-R-0003 

Customer Number 49 

Facility: WESLEYAN UNIVERSITY 

, OFFICE OF ACADEMIC AFFAIRS 
MIDDLETOWN, CT 06459 
(203)685-2010 


WESLEYAN UNIVERSITY 

HALL-ATWATER AND SHANKLIN LABS, JUDD HALL 
MIDDLETOWN, CT 06459 




This report is required by law (7 USC 2143). Failure to report awJording to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0004 

CUSTOMER NUMBER: 50 

FORM APPROVED * 

0MB NO. 0579-0036 

NOV 2 3 2004 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

John B. Pierce Laboratory, Inc. 

290 Congress Avenue 

New Haven, CT 06519 



Telephone: {203) *562-9901 



3. REPORTING FACILITY { List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach addllior^al sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF Animals used by or under control of research FACIL[TY r Attach additional 8hB«t» If iKcaataiyoTuirA^IS Form 7023 aT 


A. 

Animais Covered 

By The Animal 
Welfare Regutattoni 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
ariimals upon 
which teaching, 
research, 
ejiperl merits, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
p^in-retieving 
drugs. 

D. Number of animais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animais an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animais upon which teaching, expenments, 
research, surgery or tests were conducted invoiving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 

OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

o 

0 

O 

5. Cats 

0 

0 

C 

O 

O 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

1 g-.. 

0 


0 


6, Rabbits 

0 

0 

0 

Q 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

o 

0 

1 2. Other Farm Animals 

0 

0 

0 

o 

0 







13. Other Animals 

0 

0 

0 

1 

0 ' 

0 











i 



\ 






P^urZncestwements 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiliring drugs, prior to, during, and following actual rear 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Eachprlncipalinvestigatorhasconsideredaltemativestopainful proced u res . 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Ir^tltutional Official ) 


NAME & TITLE OF CEO OH INRTITI JTIONAI OFFtCJAl / Tvno nr PWnr \ 


I/; 


DA^ SIGNED 


is obsofete.) 






















This report is required by (aw (7 USC 2143)- Failure to report according to the regutatiohs can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

16-R-0007 


CUSTOMER NO. 

51 


Interagency Report Control No 
O160-OOA^N 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
inctucle Zip Coda) 

HARTFORD HOSPITAL 
80 SEYMOUR STREET-P.O. BOX 5037 
HARTFORD, CT 06102 


3. REPORTING FACILITY ^List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^SiTas) 


ANIMAL RESEARCH FACILITY 
HARTFORD, CT 06102 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHiS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Nurrrberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqullizlng drugs were 
used. 


E. Number of enimals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the aninnals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianaiion of 
the procedures p/oduckrg pain or distress in these 
animals and the reasons such drugs were rK>t used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(CoN. C 4- 
D4E) 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, ar>d tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to pairvful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all ttie exceptioiis is attaclisd to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care ar>d to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Ty/» or Prim) 



DATE SIGNED 

12/01/2004 



APHIS FORM 7023 
(AUG 91) 


(R«ptacM VS FORM IB-23 (Oct SB), which If obfolftf 


PART 1 - HEADQUARTERS 

































NOV 2 3 2004 


ffitri90rt««f«qulf^byl«w(7Lr$C2143). FamM lo rtpod aooofxllno to lh« fVgUMom 
raaOttoanortirtoci— indtf<i>H>rtoteb»tub^tcltopanaWtampro¥Wad*8rln8»cloo2ir 


8m Utotftadfofm for 
pootoonto MOnnMon. 


intoraQincv Riport CofM Nf ; 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. cemncATe 
cuvroMER 


16-R-0008 

52 


FORM APPROVED 
OMBNO.067940M 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


University Of Connecticut 

Vice Provost For Research And Graduate Education 
438 Whitney Road Ext UnH 1006 
Slons, CT 06269 


Telephone: (860) -486-3619 


1 3. REPORme FACILITY (UtlMlocallontMim«NinMt«wraMw$«dorw«l In MiMlrMMrah.lMln(.or«i9«liMnlMlon.«rha>4iorlti«MpuipoM(. AHach wMHkmal ihMli N nacMMiy ) 


FACILITY LOCATIONS (SKw I ■ S«« Ataciwd LMing 


i REPORT OF ANIMALS USED BY OR UNDERC^ROLOF RESEARCH FACUTYIAWchaddHIomlARHairnacaatanyoTW APHIS Form 70aA> 


A. 

AMmalaCoMfed 
BfTtoa AnbiMl 
Wsllarallaoulatloiie 

B. Number of anknai 
being bred. 
oondHtoned, or 
held for UM In 
tMCh^toaSno. 
ato>srtminto« 
retearctLor 
titfytry but nol y« 
used for Mch 
purpotat. 

C. NumbaroT 
animsis upon 
wMchtoaching. 
PMoareh. 
eiparifnanli, or 
tops ware 

inyoMng ho pain, 
dtoa«as,oruMo 
palnweMe^ 
drugs. 

D. Nunber of anknsto upon 
vthlch estoirtnwnto, 
leaching, maaorch, 
auffary, or taps wore 
oonduotodbMoMng 
aooornpsnylng pain or 
dtobess totha snknsls an 
for idfoh appfoprtsis 
ansafeac, sntogatoCa or 
bsnquMilng dniga awe 
used. 

E. Number of anlmato upon ahlchieach^ aitoerimetHS. 
reieoroh, aurpsry or tiato were oonductod Involving 
aocompanyino pein or dtoirsss to toe anInMie and far wh 
toauseofapprapcIaSsanastoefc, analgiilc, ortrancidMii 

drugs wouW have adverotoy elltolid tot preoadures, raa 

— . .... - —■ # . ■ — - - — - . - 

or aasrpTWHon w via macnmg, lesaarohi mpannitnis, 

turgsry^ortoito. ( An pgSanaSon of tot procaduraa 
produdng pPn or dtofesa In toaea admato and toe nsasc 
such drugs were not used rmnt be attached to tols repon 

F. 

TOTAL NUMBER 

OF ANIMALS 

( CXX.UMNS 
C-FD4E) 

4. DO0S 

0 

0 

1 ^ 

0 


8. Cats 

0 

0 

0 

0 

0 

6. OutnaaPig* 

0 

140 

0 

0 

140 

7. Hamolori 

0 

0 

0 

^ 0 

0 

S. Rabbila 

54 

25 

10 

0 

35 

8. Norvhuman Primates 

0 

0 

0 

0 

0 

10. Shaap 

0 

0 

0 

0 

0 

11. Pigs 

0 

24 

n 

n 

24 

12. (XKsr Farm Animals 


- 





- 

- 


- 

- 

13. Other Animals 

- 

- 

- 

- 

- 

White- tail deer 

0 

0 

24 

0 

24 

Mole rats 

330 

65 

18 

0 

83 

Deer mice 

61 

228 

0 

0 

228 


p SuRAMCTSTATBIBira 


1) MaMknillyaooapWbtoslan8anfi9Ovafningtto€ar«.tMlfnMtanditoeorMMf,lncfudtogappravxtatouMor«n0«Mlc,«n«l9^^ 

tMChkWL iMlIna n THwInYintJtton wore faiowftd ttv >it fM— rrfi 

2) EMhprVtolpaftow M B g atorhMconi to afad allefntMvMtop^lriMprQcadorM. 

3) IMS faciHy to adhering to fie stondantoaMragulaltoMundariha Act PtoiirtotraqiMVtoltttoflpItoM to ffwftondaf^artoregulaiM 
MMIortol Antoip Care aito itoe CoinrnNiM (lACUC^ A tunmvy er af StoChaiMpasm to Maicliad to fito anmto rspQft. to addKton to 

Msf ttnlBMlIdn of tM MOiOflOM. m vmI m kmcIm mhA niMiilMr flf MkiMlft 

4) lIp p isriPnQvelarlnartanfoffitof M aaniifaciWyhatappnoprlatoaufwillytoeosufettoproitolodof s d spitoivelertnafycafaandtoo¥sr i M»toadaqus^ 


CERTIFICATIOH BY HEMXXJART€m RESCAftCH FMXm 
( CMef Ewciilhp Offiop or Uoaly REfsitoriefeb 

































































This report is requiied by law (7 JSC 2143). Failure to report according to the regulations can 
/esult in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0011 

CUSTOMER NUMBER: 4$ 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Hartford 

200 Bloomfield Avenue 

West Hartford, CT 06117 



Telephone: (860) -768-4544 



3. REPORTING FACILITY { List all locations wtiare animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) ♦ See Atached Listing 


I REPORT OF ANIMALS 1 

;SED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If nacestarv or use APHIS Form 7023A ) | 

A. 

An Inna Is Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

Number of animals upon 
wfhich experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquil Izlng dnjgs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasf 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 

Z> 

O 

o 

O 

1 ^ 

5, Cats 


o 

O 

Z> 

(b 

6. Guinea Pigs 





D 

7. Hamsters 

O 





8. Rabbits 

<i> 


T) 

o 


9. Non-human Primates 

o 


O 



10. Sheep 

c> 


e> 

a 

D 

11. Pigs 

o 



o 

e> 

12. Other Farm Animals 

c> 

<=> 

(n 

o 

o 







13. Other Animals 

o 


o 

c? 

D 



















1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the cere, treatment, and use of animals, including appropriate use of artestetic, analgesic, and tranquil! zing drugs, prior to. during, and following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alteimatives to painful procedures. 

3} This facility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C E O. OR INSTITUTIONAL OFFICIAL 


NAME 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


DATE SIGNED 

ghyov 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

16-R-0015 


CUSTOMER NO. 

812 


Interagency Report Control No 
0180-DOA.AN 


FORM APPROVED 
0MB NO. 0579^36 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
indude Zip Code) 

TRINITY COLLEGE 
TRINITY COLLEGE 
300 SUMMIT STREET 
HARTFORD, CT 06106 


3. REPORTING FACILITY (LisI all locations wrtiere animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATIONSfsiles) 


CHEMISTRY DEPARTMENT 
HARTFORD, CT 06106 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attact) addtionai sheets if necessary or use APHtS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoiving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the arrimals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals end for which the use of appropriate 
anesthetic, analgesic, or tranquil izing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An ex^anation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols.C« 
D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foilowiog actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alterr^adves to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified arto explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the excepUona Is attached to this annual report in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/30/2004 



APHIS FORM 7023 
(AUG 91) 


(Raplacam VS FORM 18^3 (Ocl 88), which otwoM* 


PART 1 • HEADQUARTERS 
























This report is required by iaw (7 USC 2143). Failure to report according to the regulations can 


See attached form for 
additional information. 


Interagency Report Control jlo.; 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 6-R-001 7 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 


CUSTOMER NUMBER: 30 


NOV 2 32004 

Connecticut College 


ANNUAL REPORT OF RESEARCH FACILITY 

270 Mohegan Avenue 


( TYPE OR PRINT ) 

New London, CT 06320 



Telephone: (860) -439-2339 



3, REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Psychology Department (Bill Hall) 
Connecticut College 


FACILITY LOCATIONS ( Sites ) . See Atadied Usting 


I REPORT OF ANIMALS 1 

JSEOBYOR UNDER C 

CONTROL OF RESEARi 

CH FACILITY ( Attach additional shaata if necaasarv or uaa APHIS Form 7023A ) | 

A. 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
leaching, testing, 
expen ments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experifrients, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquHIzing drugs were 
used. 

£. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching , research . experinvante . 
surgery, or tests. ( An explanation of the procedures 
producing pain Of distress in these animals and the reas( 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






1 2. Other Farm Animals 












13. Other Animals 


No regulate 

3 laboratory 





species 
















1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranqullisng drugs, prior to. during, and following actual res< 
teaching, testing, surgery, or experimentation were fallowed by (his research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under (he Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions ts attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary /n( 
brief explanation of (he exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILRY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C E O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 

DATE SIGNED 


APHtS FORM 7023 (Replaces VS FORM 18 23 (OCT 88), which is obsolete.) 


( AUG 91 ) 














This reprirt is required by law (7 USC 21 43), Failure to report according to the regulations can See attached form for Interagency Report Control No.: 

resul- in dn order to cease and desist and to be subject to penalties as provi dedforinSectfon21! additionafinformation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER; 'I6-R-0025 

CUSTOMER NUMBER: 44 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Connecticut Health Center 

263 Farmington Avenue 

Farmington, CT 06032 

Telephone: (860) -679-2731 ^ ^ 

3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testii 

rig. or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS { Sites ) - See Atached Listing 


f REPORT OF ANIMALS USED BY OR UNDER CONTROLoTre^RCH FACILITY ( Attach addHtonaUh^ or use APHIS Form 7023A ^ 


A. 

Animals Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 

; used for such 

purposes. 

C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

0, Number of animus upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

10 

0 

10 

6 . Guinea Pigs 

0 

0 

120 

0 

120 

7. Hamsters 

0 

0 

15 

0 

15 

8 . Rabbits 

0 

0 

85 

0 

85 

9. Non-human Primates 

0 

0 

0 

0 

0 

10 . Sheep 

0 


0 

0 

0 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 

Frogs 

0 

0 

13 

0 

13 














I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetic^ analgesic, and tranquUizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regutations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Irstitutional Animal Care and Use Committee flACUC). A summary of alt such exceptions is attached to this annual report. In addition to identifying the I ACUC-ap proved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




DATE SIGNED 


{ AUG 91 ) 


I obsolete.) 












This report is required by law (7 DSC 2143). Failure to report according to the regulations can 


See attached form for 
additional Information. 


Interagency Report Control I 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 16-R-0026 

CUSTOMER NUMBER: 46 

FORM APPROVED^ 

OM6 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Quinnipiac University 

Mt. Carmel Avenue Of^T e _ 

( TYPE OR PRINT ) 

P.O.Box 125 

Hamden, CT 06518 



Teiephone: (203) -582-8958 


|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testfno. or experimentation, or held for these purposes. Attach additlonai sheets If necessary ) | 


Vivarium - Buckman Center 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional thaeU If nactssarv or um APHIS Form 7023A ) | 

A. 

Anfoialt Covered 

By The Animat 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

1 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
i drugs would have adversely affected the procedures, res 

or interpretation of the teaching, research, experimefits. 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasi 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

2 

2 


4 

5. Cats 

0 

3 

0 


i 3 

6. Guinea Pigs 






7. Hamsters 

0 

20 

0 


20 

8. Rabbits 

0 

3 

1 


4 

9. Norvhuman Primates 






10. Sheep 

11. Pigs 











12. Other Farm Animals 












13. Other Animals 






Gerbi 1 s 

0 


0 


20 













1 ASSURANCE STATEMENTS 

: 1 


1) Rofessionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing dnjgs, prior to, during, and following actual resf 
teaching, testing, surgery, or experimentation were fotlowed by this research facility. 


2) Each principal investigator has considered alternatives to peinfol procedures. 

3) This facilKy is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animat Care end Use Committee (lACUC). A summary of all such exceptloiis It attached to this annual report In addition to identifying the IACUC>approved exceptions, this summary Inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for tNs research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFRCtAL 
f Chief Executive Officer or Legally Responsible Institutional Official ) 

• 


SIGNATURE 

NAME & TfTLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

loju/o^ 

APHIS FORM 

lete.) 



{ AUG 91 


























This rfport is required by law (7 USC 2143}. Failure to report according to the regulations can 
result in order to cease and desist and to be subject to penalties as provided for in Section 211 


See attadied form for 
additional information. 


Interagency Report 


BpSrt^^fcoI*No.i 


UNITEI? STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 16-R-0028 
CUSTOMER NUMBER: 35 


FORM APPROVED 
0MB NO. 0579-0036 


U.S. Surgical Corporation 
150 Glover Avenue 
Norwalk, CT 06856 

Telephone: (203)"845-1000 


NOV I 82004 


3. REPORTING FACILfTY ( List all iocations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS 1 

JSEOBYORUNDERC 

ONTROL OF RESEARI 

CH FAOLrrY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) | 

A 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of animal 
being bred, 
conditioned, or 
held for use In 
teaching, testing, 

1 experiments, 

! research, or 

surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
wWch experiments, 
teaching, research, 
surgery* or tests were 
conducted involving 
accompanying p>din or 
distress to the animals an 
for which appropriate 
anesthebc, analgesic, or 
tranquillzlng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals end for wh 
the use of appropriate enesthetic, analgesic, or Iranqulliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress to these animats and the reast 
such drugs were not used must be attached to this repori 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



228 


228 

5. Cats 






6. Guinea Pigs 



1 



7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 



238 


238 

12. Other Farm Animals 









i 



13. Other Animals 























466 

1 ASSURANCE STATEMENTS ^ 

1 


1 } Professionally acceptable standards governing the care, treatnwnt, and use of animals, including appropriate use of anestetic, analgesic, and lrar>quHlring drugs, prior to, during, and fdiowing actus) resc 
teaching, testing, surgery, or experimentation were foTTowed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures, 

3} This faciiity is adhering to the standards and regulations under the Ad. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Instilutional Animal Care and Use Committee (lACUC}- A summaiy of all such exceptions Is attached to this annual report In addition to identifying the lACUC-approved excapfrons, this summary im 
brief explanation of the exceplions, as well as (he species and number of animals affected. 


4) The attending vetennarian for this research facility has appropriate aulhodly to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Oftlclat ) 

SIGNATURE OF 

^4AME & TITLE OF C.E.0 OR INSTmjTIONAL OFFICIAL ( Type or Print ) 

Mm 


APHIS FORM 70: 
( AUG 91 ) 


8). which is obsolete.) 


















United States Surgical 


16-R-0028 
ID: 35 


Site # 1 : U.S. Surgical 

150 Glover Ave. 
Norwalk CT 06856 

203-845-1000 

Site # 2 : U.S. Surgical 

165 McDermott Rd. 
North Haven CT 06473 


203-492-7213 


T' lis report is required by law (7 USC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

16-R^31 


CUSTOMER NO. 
56 


Interagency Report Control No | 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered Wf(h USDA. 
include Zip Code) 

SEA RESEARCH FOUNDATION INC 
55 COOGAN BOULEVARD 
MYSTIC. CT 06355-1997 


3. REPORTING FACILITY {List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATiOHS(sites) 


SEA RESEARCH FOUNDATION 
MYSTIC, CT 06355-1997 


MYSTIC MARINE LIFE AQUARIUM 
MYSTIC. CT 06355-1997 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach add9k>nal sheets If necessary or use APHIS FORM 7023A ) 


Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which leaching, 

F, 

animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


bred. 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO 

conditioned, or 

research, 

surgery, or tests were 

to ihe animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted involving 

an esthetic, analgesic, or tranquilizing drugs would 


teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C 

experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

0 + E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 

surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


yet us^ for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


purposes. 

relieving drugs. 

used. 

must be attached to this report) 




California sea lion 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering lo the standards and regulations under the Acl, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the sxceptkms Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinahan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | 

1 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

1 

DATE SIGNED 

10/19/2004 


APHiS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolsts 


PART 1 ^ HEADQUARTERS 





































This report is required by lava (7 USC 2143}. Failure to report according to the regulations car) 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additlonalirtformation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


REGISTRATION NO. 

16-R-0031 


CUSTOMER NO. 
56 


Interagency Report Control t 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA. 
indude Zip Code) 

SEA RESEARCH FOUNDATION INC 
55 COOGAN BOULEVARD 
MYSTIC. CT 06355-1997 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addHior}at sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relievifig drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranqullizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
arresthetic, analgesic, or tranquilizlng drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Coll. C * 
D + E) 


Steller sea lion 


Beluga whale 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility- 

2} Each principal investigator has considered ailemalives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptloris is attached to this annual report. In 
addition to Identifying the lACLIC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provtaton of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, artd complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

- — ■ 1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

10/19/2004 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM IB-23 (Oct 8S), which it obsoleta 


PART 1 - HEADQUARTERS 


















APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 16-R-0031 

Customer Number: 56 

Facility: SEA RESEARCH FOUNDATION INC 

55 COOGAN BOULEVARD 
MYSTIC, CT 06355-1997 


Brookfield Zoo 
3300 Golf Road 
Brookfield, IL 60513-1095 
Buttonwood Park Zoo 
425 Hawthorn Street 
New Bedford, MA 02740 
Moody Gardens 
1 Hope Blvd 

Galveston, TX 77554-8928 
Oregon Zoo 
4001 SW Canyon Road 
Portland, OR 97221-2799 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 

See attached form for 
additional Information. 

Interagency Report Control fCTT 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1, CERTIFICATE NUMBER: -j 6.R«0039 

CUSTOMER NUMBER: 01 

FORM APPROVED 

0MB NO. 0579-0036 

NOV 1 22004 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

C T Agriculture Experiment Station, The 
123 Huntington Street 

Box 11 06 

New Haven, CT 06504 



Telephone: (203) -974-8485 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


1 REPORT OF ANIMALS 1 

JSED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional ihaets if nacesaarv or use APHIS Form 7023A ) | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

1 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
eccompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizJng drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or Iranquitiz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
produdng pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 


7 

3 


10 

7. Hamsters 






8 Rabbits 


1 

2 



9. Non-human Primates 






10 Sheep 






1 1 . Pigs 



! 



12. Other Farm Animajs 












13. Other Animals 










17 _ 


1 7 







1 A c: 

Deer mice 



35 

1 

1 03 

IS 

1 ASSURANCE STATEMENTS 


1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Ad, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this anr>ual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of antmels affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEMICH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible (nstitiPlional Official ) 

RinNATlJRF DF r. F n rrn irsJ5;TiTi iti/tinai nccirtAj 

NAME A TITLE OF C E O. OR INSTITUTIONAL OFFICIAL f Type or Print ) 

DATE SIGNED 


T 88), which IS obsolete.) 









addItkMial Informal ion- 


01B0-DOA*AN 


I IN* •» ww — . . —- -. - » ■ - 

' mull in an ordof to coat* and dasial and lo ba subjact to panalliaa as providad lof in Sacllon 2150. 


UNITEO STATES DEPARTliENT Of AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

NOV 1 22 

CONTINUATION SHEET FOR ANNUAL REPO 
OF RESEARCH FACILITY 

( TYPE on PRINT) 


1* Na 1 APPROVED 

1 6-R-OO 39 1 OMB MO 0579^36 

0D4 

RT 

2. HEAOOUAHfxRS RESEARCH PACIUTY Aflame and Address, as reglslered with USOA 

fnc/vds Zfp Codes) 

CT Agricultural Experiment Station 

123 Huntington Street 

Box 1106 

New Haven, CT 06504 

j REPORT Of ANIMALS USED SY OR UNDER CONTROL Of RESEARCH FACILnY 

rAlfacIt adkIWonel rheefi tf nec 

ess ary or use this form.) | 

A 

Artimals Covered 

By The Animal 

Welfare Regulations 

12 &OR 13 Other 
(Lrsl by species} 

S Humber of 
ammalt being 
bred. 

conditioned, or 
held Jor use in 
leaching, testing, 
super Imanls, 
research, or 
surgery but not 
yel used lor such 
purposes. 

C Number ol 
animals upon 
which leeching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol peirv 
relieving drugs- 

O' Number ol animals upon 
which sMpetimenlt, 
leaching, research, 
surgery, or lesis were 
coTHlucled Involvirig 
accompanying pain or 
disiress lo ihe animels 
and lor which appropriate 
anesihelic, analgesic, or 
Iranquihzing drugs were 
used. 

i. Number ol animels upon which leeching, 
experimenlt, reseerch, surgery or lests were 
conducted involving accompanying pain or distress 
lo the animals and lor which the usa ol appropriais 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely effected Ihe procedures, resullt, or 
Inlerprelalion ol the teaching, reseerch, 
experimenlt, surgery, or leslt. (An oMp/anstion of 
lha procedures producing pain or Jitlrast in these 
animals and Ihe reasons such drugs were not used 
must be attached IP this report! 

f 

total no 

OF ANIMALS 

(ColA. C ^ 

D ♦ E) 




15 


7S 

Short- tailed shrew 



1 


1 

Red-backed vole 



1 


1 

Woodland jumping 
mouse 


1 



1 

Meadow vole 


2 



2 

Red sauirrel 


- - - - 



1 

Gerbil 


1 



1 












' 
















] 













































I ASSURANCE STATEMENTS 



I). Prolassionatty acceplabla standards governing the caie. Ireaimenl. and use of animals, including approriale use of aneslhelic, analgesic, and tru’iquili^ing dniqs. prior to. diirtiHi, 
and following ociudl research, leaching, Insiing, surgery, or e^iperimeniation were tullowed by ihis research tacitily. 


2). Each principal invesligatof has cufisidared allernalives lo f}aititul procedures. 


3). This facHily ts adhering to Ihe slander ds and regulalrons under lha Acl, and it has required that eueptiorts to I he standards and regulations be specified and explained by the 
principal invesitgator and approved by ihe Inslituliunal Animal Care and Use Comnuiiin pACUC) A summary ol aH such exceptions la attached to this annual report in 
addition to identifying the l AC UC approved exceptions, this summary includes a brief axplanalton at Ihe exceptions, as well as Ihe species and number ol animals aflecled 


4). The attending veterinarian lor this research lacitity has apprupriate aulhotity to ensure Itie provision ol adequate veterinary cars and to oversee Ihe adequacy ol other aspects ul 
animal care and use. 


CERTIFICATION BY II EAUQU A KTE8 RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Kespontiible Iitbtitutional Official) 

I certify that the above is Irue, correct, and cumplele (7 U S C Seclxxi 2143) 


SKSNATURE Of CE.a Oft INSTITUTIONAL Of FICIAL 


NAME a Tiae of C-tO. or institutional Of FiaAL tTyp# Of Pfmt) 


HATE SIGNED 


I I 

" 


91 f 


PARTI - HEADQUARTERS 















This report is required by law {7 USC 2143). Failure to report according to the regulations can ^ If 1 ^ Ofift A. attached form for Interagency Report Control N(J: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21? n U V X 0 ZUU* additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1, CERTIFICATE NUMBER: 16-R-0040 

CUSTOMER NUMBER: i 030 1 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Northwestern C T Community College 
Park Place East 


( TYPE OR PRINT ) 

Winsted, CT 06098 



Telephone: (860) -738-6483 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or e)(pen mentation, or held for these purposes. Attach additional sheets if necessary ) 


CT LOCATIONS ( ate* ) - SeeAlachedUsting HaSsi" 


I REPORT OF ANIMALS USED BYCfR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional 

sheets if necessarv or use APHIS Form 7023A ) | 

A. 

Animate Covered 

By The Animal 
Welfare Regulations 

B, Numb^ of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

. — 




— 

5. Cats 

»4- 




4 - 

6. Guinea Pigs 

1 




1 

7. Hamsters 







8. Rabbits 

1 




\ 

9. Non-human Primates 





— - 

10. Sheep 





— 

11. Pigs 

— 






12. Other Farm Animals 

— ' 




— 







13. Other Animals 

— , 




— 



















1 ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetfc, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painhil procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
jnsfilufional Animal Care and Use Committee (lACUC). A summary of alt such exceptione is attached to this annual report In addition to identifying the lACUC-approved exceptions, this summary Inr 
brief explanation of the exceptions, as well as the species and number of animals aff^ted. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of otoer aspects of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


irsr ryr' r» c. r\ r\r^ ikfo-ri-ri ai 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( fvoe or Print ) 


DATE SIGNED 



APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88). which is obsolete.) 

















This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


DEC cazoot 


See attached form for 
additional infonnation. 


Interagency Rgpoi4-COHffdT No.; 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0042 

CUSTOMER NUMBER: 1 5694 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

American Integrated Biologies Inc 

66 Prospect St P 0 Box 252 

East Woodstock. CT 06244 



Telephone: (860) -963-2612 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Mil (n\/y\ /« A FACILITY LOCATIONS ( Sites ) 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
cx)ndiljoned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C* Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-ref ieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the anImaJs an 
for which appropriate 
anesthetic, analgesic, or 
tranquillzing drugs were 
used. 

E. Number of animals upon which leaching, expert menis, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wh 
(he use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the proi^ures 
producing pain or distress in these animals and the reasr 
such dmgs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

- 

\ 

\ 

\ 

\ 

5. Opts 

- 

A 

T 

\ 

\ 

6. Guinea Pigs 

— 

\ 

\ 

\ 

\ 

7. Hamsters 

— 

\ 

\ 

\ 

\ 

6. Rabbits 

— 

\ 

\ 

\ 

\ 

9. Non-human Primates 


\ 

\ 1 

\ 

\ 

10. Sheep 

- 

\ 

\ ■ 

\ 

\ 

11. Pigs 

! 


\ 

\ ; 

\ 

\ 

12. Other Farm Animals 

— 

\ 

\ 

\ 

\ 



\ 

\ 

\ 

\ 

13. Other Animals 

— 

\ 

\ 1 

\ 

r 



\ 

\ ; 

\ 

1 




\ 

\ 

\ 



1 

1 

1 

1 

\ 

\ 


1 ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestellc, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or expert nnentati on were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility )$ adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animai Care and Use Committee (lACUC). A aummary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinahan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidal ) 

s. 

:iAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


L 




AP 

•23 (OCT 66), which is obsolete.) 
























This report is required by taw (7 USC 2143). Failure to report according to tbe regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 i 


See attached form for 
additional information. 


Interagency Report Control 


UNiTED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0043 

CUSTOMER NUMBER: 20877 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Institute For Pharmaceutical Discovery Lie 

Vice President Of Operations 

23 Business Park Drive 

Branford, CT 06405 

Telephone: (203)-315-^9?3r" 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARi 

CH FACILITY f Attach addlttonal sheets If necessarv or use APHIS Form 7023A \ j 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E . Number ofanimaisuponwhlchteaching, experiments, 
research.surgeryor tests wereconductedinvolving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



f 



9. Non-human Primates 





/ 

10. Sheep 






11. Pigs 






12. Other Farm Animals 












1 3. Other Animals 
























1 ASSURANCE STATEMENTS 

1 


1 ) Professionatty acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquil! zing drugs, prior to, during, and following actual resr 
leaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards arKi regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exception* is attached to this annual report. In addition to identifying the lACUC-app roved exceptions, this summary fnr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility ai:^ropriate authority to ensure ttie provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 















This report is required by law {7 USC 2143). Failure to report according to the regulations cart 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


OCT 1 B2IIM 


See attached form for 
additional information. 


Interagency Report 


! Corj^ No,: 


UvlTED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 16-R-0044 

CUSTOMER NUMBER: 20922 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Bayer Pharmaceutical Corporation 
Manager Veterinary Resources 

400 Morgan Ln 

West Haven, CT 06516 



Teiephone; (203) -812-5046 



3. REPORTING FACILITY ( Ust all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


QETO^^FANIMALSUSEDBYORUNDERCONTOOrO^ES^RCHWC^m^teh^dW^T^»»iiecM*«|V^^^^HIS_Fomj702^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Numberofanrmal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 

1 experiments, 

research, or 
surgery but not ys 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animats upon 
which experiments, 
reaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wti 
the use of appropriate arwsthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or testa. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs wore not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


H 


— 

!? G 

5. Cats 






6. Guinea Pigs 

’ 1 





7. Hamsters 






8. Rabbits 


7/ 

— • 



9. Non-human Primates 




i 


10. She^p 






1 1 . Pigs 

rs^//i 





12, Other Farm Animals 












13. Other Animals 

A//^ 







■ 1 

















f assurawc^tZtembIts 


1 ) Professionally aoceplable standards governing the care, treatnrent, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and followfng actual res€ 
teaching, testing, surgery, or experimentation were fottowed by this research facility. 

2) Each principal investigator has considered altemativBs to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, end it has required that exceptions to the standards and regulations be specified and expl^ned by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the I ACUC -approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals aff^ed. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

1 SIGNA 

L 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 



APHIS I 
t 


I8), which Is obsolete.) 
















a report is required by law (7 USC 21 43). Failure to report accordhg to the regulations can attached form for Interagency Report Control 

35utt in an oruer (o'cea: > and d^ist and to be subject to penatttes as provided for in Section 21 f additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0045 

CUSTOMER NUMBER: 27792 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Applera Corporation 

Celera Genomics Group 

301 Merritt? 

Norwalk, CT 06851 
(PH) 1 203 840-2910 

Applera Corporation 

Celera Genomics Group 

301 Merritt 7 

Norwalk, CT 06851 
(PH) 1 203 840-2910 


|3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additionai sheets If necessary ) I 

FACILITY LOCATIONS ( Sites ) - See Cached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUrY ( Attach addWonal sheet* if neossafv Of us> APHIS Form 7023aT 


I 1 

Animals CoveiMl 

By The Animal 
Walfve Reguiatkmt 

B. Number of animal 
being bred, 
conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y< 
used tor such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were i 

(inducted 
involving no pain, 
distress, or use o 
pain-reReving 
drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
tor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E.. Number of animals upon which leachirig, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or c^ess to the animals arrd for wh 
the use of appropriate anesthetic, analgesic, or trenquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery. Of tests. ( An exptanaUon the procedures ^ 
producing pain or dr^ress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 
C+D+E ) 

4. Dogs 

, Jgr 

0 1 

z 

~ 0 

0 

5. Cats 

£r 

£r 


£r 


6. Guinea Pigs 

Z 


0 _ 

_ 0 

0 

7. Hamsters 

Of 

.er 

zf 

. 0 

0 

8. Rabbits 



0 

0 

0 

9. NorHiuman Primates 


jsr 

0 

0 

0 

10. Sheep 



0 

0 

0 

11 . Pigs 



^ .. \ 

^ . _ 

\ 0 .. . 

12, Other Farm Animats 

ET 


Of 

0 

JBT 







13 . Other Animals 



0. 

0 






w 

^ 








1 






I ASSURANCE STATEMEWT8 


1 ) Professtonatty acceptable standards governing the care, treatment and use of animals, inckiding appropriate use of anestetic. analgesic, and tranquIKzIng drugs, prior to, during, and foltawirvg actual resej 
teaching, testing, surgery, or experimentation were followed by this research facitity. 

2) Each principal mvestigalor has considered altemabves to painful procedures. 

3) This fadBty is adhering to Ihe starxlards and regulations under the Act. and it has required that exceptions to Ihe standards and regulations be specified and explained by the principal investigator and ap( 
Institutional Animal Care and Use Committee (lACUC). A summaiy of aH such exceptions is attached to this annual report In addition to identifying the tACUC-approved exceptiorrs. this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4} The attending veterinarian tor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of aspects of animal care and use. 


CERTinCATION BY HEADQUARTERS RESEARCH FACIUTV OFFICIAL 
( Chief Executive Officer or Legally Responsible Inslilutional Official ) 

SIGNATURE r*“ 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { 7>pe or Print ) 

DATE SIGNED I 

iiiMj 


APHIS FORM r 68), which is obsolete.) 

( AUG 91 





APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


16-R-0045 

27792 

Applerd Corporation 
Cetera Genomics Group 
301 Merritt 7 
Norwalk, CT 0685 1 


(PH) 1 203 840-2910 


Applera Corporation 
Celera Genomics Group 
630 Gateway Blvd 
South San Francisco, CA 94080 



This report is required by law (7 USC 2143) Failure to report according lo the regulations can ? 
result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150 


PEC 07a||i 


Sl^TOTerse side lor 
additional inforntalion 


If 0V80 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


t. REGISTRATION NO. 




leragency Report Control No 
BO-DOA-AN 


, . FORM APPROVED 
v.> <OMB NO 0579 0036 


2. HEADQUARTERS RESEARCH FACILITY (Name, and Address, as r^egistered with USDA, 

inc/ude Zip terf ei D^t. 'Of Veterans Affairs 

Beseardh & Developoient Computing Center(151A) 

103 South Gay Street 

4th Floor/Room 400 

Baltimore, MD. '21202-4051 ’ “ 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expertmentatiou.^pr held tor these purposes. Attach additional 
sheets it necessary ) 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FACILITY LOCATIONS (Sites) 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditionat sheets if necessary or use APHtS FORM 7023A.) 


A. 


Animals Covered 
By The Animal 
Weltare Regulations 


B. Number ol 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 


4. DoqS 


5. Cats 


6. Guinea Pias 


7. Hamsters 


8. Rabbits 


9- Non-human Primates 


10. Shee 


1 1 . Pins 


12. Other Farm Animals 


13. Other Animals 


C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

9- Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and for which appropriate 
anesthetic, anatgesic, or 
tranquiiizing drugs were 
used. 

Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments., surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D > E) 

0 

0 

0 

0 



0 

0 

0 

0 





ASSURANCE STATEMENTS 


1) Prutessionally acceptable standards governing the care, treatment, and use ol animals, Including approriate use ol anesthetic, analgesic, and tranquiti^ing drugs, prior to, during, 
and tollowing actual research, teaching, testing, surgery, or experimentation were tollowed by this research tacility. 

2) . Each principal investigator has considered alternatives to painlul procedures 

3) This tacility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC) A summary of ail such exceptions is attached to this annual report. In 
addition to identifying the lACUC approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending veterinarian lor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY IIEADQL) ARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U S C Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88). which is obsolete ) 

(AUG 91) 
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